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UNCLASSIFIED 
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ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018R 

DRAFTED BY COM/BIC/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA/CD/JRABENS 
COM/BIC/OED/MEPD/LENGLESON 
COM/BIC/OED/MEPD/JMSANDS 
STATE/ARA/CEN/DCLARE (PHONE) 

COM/BIC/OIM (INFO COPY) 

111642 

R 242320Z SEP 75 
FM SECSTATE WASHDC 
TO AMEMBASSY GUATEMALA 

UNCLAS STATE 228357 

E.O. 11652: N/A 

TAGS: BEXP, 

SUBJECT: MAJOR PROJECT: PLANS FOR LARGE HOSPITAL 

1. SKIDMORE OWINGS AND MERRILL (SOM), MAJOR U.S. 
ARCHITECTURAL AND PLANNING FIRM SPECIALIZING IN HOSPITALS 
HAS HEARD OF LARGE NEW HOSPITAL UNDER CONSIDERATION IN 
GUATEMALA AND QUERIED MAJOR PROJECTS DIVISION USDOC TO 
LEARN DETAILS. OUR LAST DETAILED INFO ON STATUS OF 

HOSPITALS WAS A 252, DATED DECEMBER 12, 1973, AN EXCELLENT 
REPORT BUT NOW OUT OF DATE, SO WE COULD BE OF NO HELP TO 
SOM. 

2. REQUEST EMBASSY ATTEMPT TO ASCERTAIN IF ANY HOSPITAL IS 
AT THE STAGE WHERE U.S. PLANNERS, ARCHITECTS, OR 
CONSULTANTS COULD STILL PARTICIPATE. ALSO WILL NEED 
NAME AND ADDRESS OF DIRECT CONTACT WITH DECISION MAKER AS 
WELL AS INFO ON REQUIREMENTS SUCH AS LETTERS OF INTEREST, 
PRE REGISTRATION OR ANY OTHER PROCEDURES WHICH ENABLE A 
FIRM TO MAKE A BID SUCH AS LOCAL PARTNERSHIPS ETC. 
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3. YOUR ASSISTANCE MOST APPRECIATED. INGERSOLL 

UNCLASSIFIED 
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Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1975STATE228357 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750332-0624 
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Handling Restrictions: n/a 
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ISecure: 1 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
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